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1871 - 1924 



over 23.000 
"stigler" lifts 



BRITISH 
EMPIRE : 



EUROPE: . 



AMERICA: 



ASIA 



AFRJCA: . 



United Kingdom. 

Canada . 

Australia 

India 

South Africa . . . 
Egypt 

Italy 

France 

Switzerland . . . 

Belgium 

Holland 

Germany 

Austria 

Hungary 

Spain 

Portugal 

Russia 

Balkans 

Central and . . . 
South America . 

Turkey 

Japan 

Algeria 

Morocco 

Tunis 

Libia . . 



1893 



19656 



981 



297 



212 



• • 
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OFFICINE MECCANICHE STIGLER 

MILANO <'tai.y» 
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SOLE CONCESSIONAIRES 



GREAT BRITAIN AND IRELAND 

Marcel Porn 

21. Mincing Lane - Telephone Royal 1930 . . LONDON E. C. 3 






EGYPT AND SUDAN 

Societ£ Generale D* Eeectricite et de Mecaniqi i. 



ALEXANDRIA 
CAIRO 



SOUTH AFRICA 

The Griffin Engineering Company 



. JOHANNESBURG 



INDIA 



The Eastern Electric Light and Power Coy . . BOMBAY 



CEYLON 



The Colombo Electric Tramways and 
Lighting Coy Ltd 



COLOMBO 
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HISTORY OF THE "STIGLER" LIFTS 










ver 50 years ago the first Stigler Lift 
was dispatched from a small factory in Milan (Italy) to be installed in 
the Grand Hotel Costanzi in Rome (Italy). It caused a great sensa- 
tion. Such a development as a Lift was almost unknown at that time 
either in Italy or abroad. 

It was about 1870 that Monsieur Auguste Stigler, an engineer of 
Milan evolved the first idea of constructing a Hydraulic Lift, so as to 
transport passengers to the various floors of an Hotel, a very hazar- 
dous experiment at that period, and the more difficult on account of 
the prejudice and scepticism of owners and Architects, who could only 
visualise the new invention as an extremely expensive and very dan- 
gerous contraption. 

The first experiment did not give good results, but so far from 
being discouraged, the inventor by means of his scientific knowledge 
was able to persuade the same proprietor to replace this lift by ano- 
ther one constructed on an entirely new principle based on the expe- 
rience gained in his first attempt. 

This decision having been arrived at in 1871 the second Stigler 
Hydraulic Lift was despatched from the factory in Milan, and was 
installed without delay in the same Hotel in Rome. 

This time, the energy and experience of the inventor bore good 
fruit, and the effective working of the new lift achieved truly marvellous 
results so that it attracted the attention of the whole of the enginee- 
ring profession throughout Italy, and indeed throughout Europe. 

The new patent proved to be a revolutionary nature, and thanks 
to the perfect manner in which it functioned, established the reputa- 
tion of the Stigler Lift throughout the World. The continuous impro- 
vements in the design which have taken place have completely confir- 
med the original reputation of the Stigler Lift. 
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To the inventive spirit and constuctive skill of the Founder of the 
Firm was added in 1884 the activity of his two sons Messrs. Maxime 
and Auguste Stigler, and at a later date that of his third son Mr. 
Charles Stigler, all qualified engineers. 

The unswerving determination to live up to the motto to the Stigler 
firm "Excelsior" is best proved by the enormous Stigler Factory now 
erected in Milan, capable of employing more than 2000 workmen, and 
of producing over 2000 Lifts per annum. 

The attention of the principals of the firm was directed in 1894 to 
the application of Electric Power, as a motive for lifts. The first Stigler 
Electric Lift, made its appearance in 1895 with rope control, replaced 
thereafter by push buttons. This invention, with its efficiency, cleanliness 
and simplicity of control has proved of the greatest possible service in 
the development of modern Blocks of Flats, large Hotels, and Office 

Buildings. 

The new patent again proved to be a complete revolution in Lift 
building and once more crowned the world wide reputation of the 
Stigler Lift. The new method of Electrical Power and Control was en- 
thusiastically adopted everywhere. Nearly all new lifts were built on 
this principle, and hydraulic power was rapidly replaced wherever pos- 
sible by electricity. 

The demand for Stigler Lifts was so great that a Company was 
formed to take over the business in 1907 with a Capital equivalent to 
£ 200.000, increased again in 1923 to £ 400.000. 

Several years before the war a Large Foundry, built on the most 
modern principles, was attached to the Factory. 

Agencies have been created throughout the World to deal with 
the huge demand for Stigler Lifts, and attached to these Agencies are 
engineers of the highest skill, who carry out the erection and mainte- 
nance of these elevators. 

The Stigler Lifts were introduced into Great Britain in 1900, and 
since then have been erected in great number throughout the British 
Empire. Reports recently received on the conditions of lifts erected 
nearly a quarter of a century ago demonstrate that these are to-day still 
in perfect working order, and will be so for another indefinite period. 

Copies of many letters and reports are reproduced in this book, 
and it is specially desired to direct the readers attention to them. 

Messrs Stigler and their Agents will give all the information re- 
quired relative to erection of Lifts either for Passenger, Goods or any 
other Service, together with estimates and drawings without charge. 
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Electric winch for "Stigler" Passenger Lifts 










Electric winch for "Stigler" Goods Lifts 
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3 One - Ton Electric Goods 

Lifts supplied in 1924 
to Messrs AERATED BREAD 

COMPANY LONDON 

under the supervision of the 

same Architects Messrs 

WILLIAM WOODWARD 

AND SONS 




Architect i 

William Woodward 
and Sons 

15. Great James Street 

LONDON. W. C. 2. 



LONDON - The Internat. Sleeping Car. Co. 
20. Cockspur Street (1 "Stigler" Lift) 







LONDON 



Houses of Parliament 



(In London: about 50 "Stigler" Lifts) 
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THE SLEEPING CAR 

AND 

INTERNATIONAL EXPRESS TRAINS COMPANY 

LONDON 



20, Cockspur Street. S. W 1 
January, 25th t924 



• 



Mr, Marcel Porn, 

21, Mincing Lane, 

/•:. C, :i. 

Dear Sir, 

In reply to your enquiry me beg to inform you thai the Stigler 
Electric Passenger Lift, which mas installed tn this building in 1900, it 

still working satisfactorily. 

) "ttrs faithfully 

II. \l. Snow, Manager, 



nil; CHARING CROSS ELI CTRICITV 

SUPPLY COMPANY LTD 
LONDON 



60. v Martina i.unr 

Sf/, l,hru„r„ l')24 



Mr. \lnrt el Porn, 

L' /. Mincing l.m 

E c. 5, 








hear Sir, 

In reply to ijour letter of the Uh inst., we hare pleasure in stating that 

the Stigler Passenger Lift which was installed at this address in 1902 is 
still working satisfactorily. The repairs during all these years have been 
quite normal, i. e, nothing more than renewal of r< and attention to 

the ordinary mechanical details snch as hearings, etc. 

Yours faithfully 

W, Ii. Thorpe, 
Engineer - in - Chief. 
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CAIRO - Pyramids of Ghizeh, Mena House Hotel 

(In the Town: over 100 "Stigler" Lifts) 



(1 "StiglcT" Lift) 







ASSUAN - Cataract Hotel 



(1 "Stigler" Lift) 
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NATIONAL BANK OF EGYPT 

ALEXANDRIA 



February 7, 1923 



The General Electric and Engineering Co., Alexandria. 

In reply to your letter of the kth inst. we beg to inform you tljtat the 

Lift installed tit our premises by Messrs. Stiyler has, since the work was 

completed, given satisfaction. 

We beq to remain, .... . „ . . r . 

y National Bank of Egypt 



GRANDS MAGASIN HANNAUX 

ALEXANDRIA 



February 8th 1921 



The General Electric & Engineering Co., Alexandria. 

We hasten to reply to your esteemed letter of the 'ith inst. We have 
the greatest pleasure in stating that the Siigler Lift, which has been in use 
at least 15 years, we having been the first to adopt this type of Lift in 
Egypt, has never ceased to give us full and entire satisfaction. 

During all this time we have not had to make any serious repairs to 
this Lift, which shows no sign of wear in spite of the continual use to 
which it has been put. 

We cannot better express to you, our satisfaction than by saying that 

if we require another Lift we shall certainly choose a Stigler. 

We authorize you to make what use you like of this letter. 

We beq to remain. ., . .... ti 

y Yours faithfully, 

Grands Magasins Hannaux 

Managing Director 



THE UPPER EGYPT HOTELS CO. 

LUXOR 



February 7th 1921 



C E R T I F I C A T E 



We, the undersigned certify herewith that the Lift furnished by Messrs. 
Stigler of Milan, which has been in use in our Luxor Winter Palace 
since 1907, has up to the time of writing given us full and entire satisfac- 
tion in every respect. 

For the Upper Egypt Hotels Co. 

C. Baehlcr, General Manager. 



THE INDIAN HOTELS CO. LTD 



March 14th 1921 



BOMBAY 



Since 1914 we have installed six Stigler Electric Lifts in the Taj Mahal 
Hotel and Green's Hotels and Restaurants. 

We are pleased to state that, these Lifts have always worked to our 



entire satisfaction. 



R. P. Gondbi. 
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LUXOR - Old Temple and Winter Palace 1 lotel 



(1 "Stiller" Lift) 




BOMBAY - Taj Mahal Palace Hotel 

(In Bombay: over 75 " Staler" Lifts) 



(6 "Stlgler" Lifts) 
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Car of an Electric "Stigler" Passenger Lift 
installed at the premises of the 

"South African Mutual Life Insurance Company, Ltd." (Cape Town) 



"« 
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" Stigler" Passenger Lift erected at the Hotel de Cimiez (Nice) 

The lift was expressly constructed for the use of 

Her late Majesty Queen Victoria 
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Car of Electric Stigler Passenger Lift 

specially built for the personal use of Their Majesties the KING and QUEEN 

in the ROYAL PALACE RACCONIGI (Turin) 
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Passenger Car of one of the 11 "Stigler" Electric Passenger Lifts 

installed in the Vatican 

This Car was designed for the personal use of HIS HOLINESS THE POPE 
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DIREZIONE PROVINCIALE 
DELLA REAL CASA 

IN TORINO 
(Royal Palace - Turin) 



CERTIFICATE 



» 



/, the undersigned authorised by the Minister [or the Royal Household, by 
letter dated December the 18th 1920, Div. Ill - No. 41836 



DECLARE 

that the Lifts both Electric and Hydraulic installed for several years by 
Messrs. Stigler of Milan in the Royal Palaces of Turin, Moncalieri, and 
Racconigi have responded in a highly satisfactory manner not only on 
account of their reliability but also because of their safety and solid 
construction. 

Cav. Iff. Lavagno Dr. Osvaldo. 

Director of the koyal Household. Turin 



UFFICIO DEL FORIERE MAGGIORE 

DEI SS. PP. AA. 

(THE PAPAL RESIDENCE) 



3th April 1921 







It gives me great pleasure to comply with the wish expressed in your 
letter of the March 31st. 

On the occasion of the Fiftieth Anniversary of Messrs. Stigler' s 
I have the honour to offer my sincere congratulations on the enormous 
development which you have been able to bring about in an Industry 
established by the Founder of your Firm the late Engineer, Mr. Augusto 
Stigler. 

Originally with him, afterwards with his Sons, and now with the 
Directors of the Company, during the 38 years, since the first installation 
of a Hydraulic Lift, our Administration has always had amicable dealings. 
We have readily entrusted to you orders for an important series of Electric 
and Hydraulic Lifts. Among there is the Passenger Lift erected in the 
Apartments of His Holiness the Pope, which besides being perfect in its 
mechanism shows in its car design a very remarkable artistic taste. 
With every good wish, I remain 

Yours truly, 

Comm, J. Mannucci. 
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ROME - Monument to Vittorio Emanuele II 



(3 "Stigler" Lifts) 







ROME - St. Peters and the Vatican 

(In Rome: over 900 "Stigler" Lifts) 



(11 "Stigler" Lift 
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SOCIETA anonima svizzera 

PER IMPRESE D'ALBERGO 

HOTEL EXCELSIOR - ROME AND NAPLES 



ROME. December 21st 1 



CERTIFICATE 



* 



Messrs. Stigler, Engineers, have erected two Electric Passenger Lifts 
(8 cwts.) in our Hold, speed 200 feet per minute, with universal push 
buttons, and we have great pleasure in certifying to the excellent manner 
in which the above mentioned Lifts have worked in spite of their heavy 

wor ' Stranichamps, General Manager. 






AMMINISTRAZIONE 

Cav. ORESTE ROSA 

UOMA - FIU<»<»I 



1MB, December tnth /v.v 



I, the undersigned declare thai I purchased from Messrs. Stigler ten 
Passenger Lifts which have been in use about 20 years and I certifg that 
the material, the motors, and all the parts have proved to be of excellent 
quality, 1 am very satisfied with this transaction which look place through 
the medium of Mr. le Cav. Ecstu, representing the above firm. 

Oreste Rosa. 



SOCIETA ITALIANA 
PRODOTTI ESPLODENTI 

Capltale Social* Lire 30 000.000 



MILAN, May 6th I 







Messrs. Stigler, Engineers. Milan. 

Referring to the installations of Goods Lifts. Passenger Lifts and 
Winches supplied big gov since 1913 to our Central Office and to our Factor- 
ies, we are glad to inform you that all the installations, have given us excel- 
lent service. During the about mentioned period gov have supplied us with: 

For the Head Offii Milan / Electric Passenger Lift 

For the Establishment at Cengio // Electric Goods Lifts 

For the Establishment at Linnle '/ Electric Goods Lifts 

For the Establishment at Ecrrunia / Electric Goods Lift 

For the Establishment at Forte dei Mar mi . 2 Electric Goods Lifts 

For the Establishment at Vado Ligure 2 Electric (ioods Lifts 

We feel it our duty to state that the working of all these installations 
has been perfection itself, both in the quality of the material and the 
scrupulous accuracy of their erection. 

Societa Italiana Prodotti Esplodenli 

Roulet, Engineer 
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NAPLES - Royal Palace 

(In Naples: over 500 "Stigler" Lifts) 



(1 "Stigler" Lift) 




PALERME - Pintacuda Palace 

(In the Town. 85 "Stigler" Lifts) 



(1 "Stigler" Lift) 
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HOTEL ROYAL DES STRANGERS 

DIRECTORS OFFICE 



NAPLES 



Messrs. Stigler, Engineers, Milan. 



» 



We are very pleased to testify our entire satisfaction for the manner 

in which the " Stigler " Passenger Lift installed in our Hotel since 1908 has 

performed its task. 

In witness whereof . 

' B. Rainoldi, Proprietor. 



HOTEL PATRIA, NAPLES 



NAPLES, 14th Jamary 1921 



Messrs. Stigler, Engineers, Milan. 

It is with a very real pleasure that I wrilc to tell you of my complete 
satisfaction with the working of the two " Stigler " Lifts erected by 
your Firm in my Hotel. 

The Passenger Lift has been in use for about fourteen years and the 
Service Lift for six years. They have always been in constant employment 
and I have never had to complain of more than a trifling inconvenience. 

I shall be very glad to recommend your Firm on all occasions. 

I beg to remain 

Yours faithfully, 

J. G. Musetti. 



GRAND HOTEL DES PALMES 

M. it V. Marcucci Paggiarin <fc C. 



PALERMO, 21st December 1920 












Messrs. Stigler, Engineers, Milan. 

Although the Stigler Passenger Lift, installed in our Hotel in 1914, has 

been put to very hard work it has always been most reliable requiring 

little cost for upkeep. 

We remain. 

Yours faithfully, 

M. & V. M. P. & Co. 
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Car in dark mahogany embossed in bronze 
at the Southern Italian Bank (Naples) 
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F. S. & L. SPINELLI 



NAPLES, January 20th 1921 



Messrs. Stigler, Engineers, Milan. 



i » 



We are happy to inform you that whenever the question of installing 
Lifts in our Establishment arises your Firm has always had our preference. 
I'p to the time of writing we have the following Lifts in operation. 

1 Passenger Lift since 190 'i at the Office of Mayazzini Nazionali 

Fratelli Spinelli. Corso Vmberto I. 

2 Passenger Lifts since 1908 in our Establishment Via Pietro 

Coletta 12. 

2 Passenger Lifts since 1909 in our Establishment, Via Ago- 
stino Depretis, 

1 Passenger Lift since 1903 in our Establishment, Via Antonio 

Ciccone 15. 

6 Passenger Lifts since 1913 in the Palais, Via dei Mille 16. 

2 Passenger Lifts in the Establishment, Viale Elena 19. 

Further we have just recently ordered two more Passenger Lifts 
which will very soon be working in our new Premises, Via Caracciolo. 

In testifying to you our satisfaction and in wishing an increasing 
prosperity to your works, we remain 

Yours faithfully, 

F. S. & L. Spinelli. 



SEZIONE STACCATA DEL GENIO MILITARE 

PER LA MARINA 



NAPLES, Februare 5 th 1921 



This is to certify that Messrs. Stigler, Engineers of Milan, have exe- 
cuted for the Royal Navy and under orders from the Section above men- 
tioned the following works: 

1. Installation of an Electric Passenger Lift in The Admiralty. 

Naples. 

2. Installation of an Electric Goods Lift in the Royal Naval 

Biscuit Factory, Naples. 

3. Installation of an Electric Goods Lift in the Royal Naval 

Hospital, Piediyrolia. 

4. Installation of an Electric Goods Lift in the "Mandrac- 

chio" at Naples. 

These installations have been carried out in a very praiseworthy 
manner and have given excellent results in operation without causing any 
inconvenience whatever. 
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FLORENCE - Pitti Palace 



(2 ••Stigler" Lifts) 



(In Florence: 250 "Stigler" Lifts) 







GENOA - Castelletto Public Lifts (2 Cars carrying 16 persons each) 

(In Genoa: over 400 "Stigler" Lifts) 



-f. 
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GIUSEPPE CELLE 

ENGINEER 



GENOA. January 28th 1921 



Messrs. Rossi & Schmidt, 



» 



In reply to your tetter I am glad lo be able to state that I have always 
been satisfied with the material supplied by Messrs. Stigler of Milan, whose 
Agency you hold. 

The numerous installations that Messrs. Stigler have supplied for me 
and my clients give me the opportunity of testifying to their solidity and 
quality of materials supplied, the practiaal simplicity of their control 
system and their safety devices. 

I am equally certain that, for the Stigler installation ordinary mainte- 
nance is sufficient to keep it efficient and that it does not demand high 
repair costs, even after several years use. 1 can say this from my expe- 
rience of several Lifts which you have supplied to me and I consider myself 
in a position to recommend the Stigler Lifts. 

Yours faithfully, 

G. Celle, Engineer. 



"LIFTS" LIGURE CO. LTD. 



GENOA, January 8th 1921 



We are happy to inform you that the two ''Stigler" Electric Lifts 
supplied to the Company since 1909 for the Public service from Portello 
to Castelletto have given excellent results, both in regard to continual 
use and consumption of current. 

The Lifts in question have a vertical travel of 188 feet at a speed 
of 210 feet per minute with a load of 16 persons. 

Yours faithfully, 

D. Sartorio, Engineer 

Technical Director 
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TURIN - Royal Palace "Stigler" Passenger Lift) 

(In the Town: 200 "Stigler" Lifts) 







MILAN - Dome Place 




(In the Town: 2000 "Stigler" Lifts) 
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hUCHELIN" TYRE FACTORY 



TIKIS January 



1921 



















Messrs. stigler Engineers Vlilan. 

We desire to Btatt that th Two Stigler i lifts of I I as 

i h, supplied in l well as th \e ("r th, l<><i*l mpplied m 1913, 

are always in working ord 
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In reply to your i f th Uh I / am i ■ ry happy 

t>> be m a turn to state that tl r /',.., r Lifts /"/ the 

Goods Lifts h I and Hgdraulu with Push Hut well t jg 

the Ihr Ih/tlr Plnni vlmulic Li mil the water 

•■< which were install* air I tishm about t 
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enahl \y the name for the instailal applied hy u / air 

Branches. 

I I to remain 
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A Stigler Goods Lift supplied to Messrs F. I. A.T. Works Turin 

At the same Works we have just supplied i 8 Goods Lifts carrying 8 Tons, speed 130 feet 
per minute, travel 160 feet, with Cars measuring 10 V, feet x 23*9" x 10 feet. 

Three Passenger Lifts and Six 3-Ton Goods Lifts 
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F. I. A. T. 



TUNIS. December 10th 1920 



Ofjicine Meccaniche Stigler. Milan. 



• 



We are very happy to bear witness to the fact that the It Goods lifts 
supplied for our premises have entirely satisfied us on accrual of their 
perfect installation and working. We are happy to stale that after several 
years they are still in excellent condition without ci'>t having given US 
any inconvenience in spile of the heaui; work to which they hav been put. 

We are certain that the reliability of the three t'asscngcr-lifts unit 
of the 14 Goods-lifts that we have ordered from you lately, will again prove 
to us that our confidence in your installation is well placed. 

We take pleasure in expressing our esteem which yon so rightly 

deserve, and beg to remain, 

G. Fornacaj Engineer 

Director 



SOCIETA italiana pirhlli 



MILAN. January 10th 1921 









[Messrs. Stigler. Engineers, Milan. 

We are very pleased to testify our entire satisfaction with the Goods 
Lifts Which you have supplied to us. both on account of their splendid 
construction, and of their reliability. 

The 37 Goads-Lifts installed in our Factories are always in good 
working order although, for many ytars, they have been subjected to // 
hardest work. 

We have the honour to remain 

Soc. ftul. Pirelli. 
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APPRECIATION OF " STIGLER LIFTS 
working in the premises of 

LA "RINASCENTE" 

General Stores Company 



MILAN, March 17 th 1923 



We are pleased to testify that the "Stigler" Lifts supplied to our 
Head premises in Milan and to all our Branches in Italy are working in 
a perfect manner despite the heavy demand made upon them. 

We beg to express our special satisfaction with your high speed lifts, 
being convinced that the smooth stopping and starting with an alternating 
current plant represents a very fine technical success by your Firm. 

We must also express our appreciation of the solidity and elegance 
which are characteristic of your work. 



"La Rinascente" 

General Stores Co. Ltd. 
The General Manager LUPORINI 






SPLENDID CORSO HOTEL 

MILAN 



MILAN, December 15th 1920 



In reply to your request I take great pleasure in writing herewith 
to testify my complete satisfaction with the excellent working of the Lift 
erected by you in my Hotel, and also the efficiency of the Goods Lift. 

Attilio Zaccheo. 



BOROUGH OF MILAN 



MILAN, June 3rd 1921 






In reply to your letter of the 16th inst. I am, happy to be able to 
certify, in view of the information received from the officers that all the 
Passenger Lifts working in the Municipal Buildings have been supplied 
by you, and that they have always given complete satisfaction, 

A. Schiavi, Assessor of Section IX, 
Technical Director 
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VENICE - "Riva degli Schiavoni" 



(140 "Stigler" Lifts) 




Institution of Credit (9 "Stigler*' Lifts) 

(about 300 -Stigler" Lifts in the Town) 
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COMPAGNIA ITALIANA 
DEI GRANDI ALBERGHI 



VENICE, January 1921 



We learn from the press with great pleasure that you are about to 
celebrate the 50th Anniversay of the foundation of your Firm. 

In offering our best wishes and congratulations on this happy occasion 
we cannot add a better testimony to your Firm than by asserting our en- 
tire satisfaetion with the numerous installations which you have had 
occasion to supply for our Hotels. 

The most evident proof of the fine quality of your work lies in the 
fact that all the Lift installations in the Hotels of this Company have been 
entrusted to you without exception. 

Our business dealings with you during many years, have never 
given us any cause for complaint, and we hope that in both cur interests 
this will continue in the future. 

Assuring you of our esteem. 

Alfredo Campione, the Chairman. 



BANCA COMMERCIALE TRIESTINA 

ECONOMATO 



TRIESTE. January 8th 1921 



The Passenger Lifts and Goods Lifts mentioned below with which 
you supplied us in 1909 for our Offices, Via Mazzini 34, have given us 
every satisfaction. 

1 Private Passenger Lift. No. 7710. 

1 Passenger Lift for Tenants A'o. 7741. 

1 Document Service Lift No. 7742. 

1 Book Service Lift No. 7743. 

1 Service Lift No. 7744. 

4 Paper Service Lifts So. 7745-48. 

After about 11 years hard work they arc still in excellent condition 
and except for normal maintenance have not required any repairs. 
We beg to remain 

Yours faithfully 

Banca Commerciale Triestina. 



GRAND HOTEL BRISTOL 



MERAN, March 2Sth 1921 



Messrs. Stigler, Engineers, Milan. 

In reply to your request, we beg to inform you that we are entirely 
satisfied with the Electric Passenger Lift which you have supplied to us. 

Yours faithfully, 

Walter Brothers. 
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PARIS - Alexander III Bridge and Invalides Railway Station 

(In Paris: over 500 "Stigler" Lifts) 



(4 "Stigler" Lifts) 




NICE - Carlton Hotel (9 "Stigler" Passenger Lifts) 

(In the Town: about 240 "Stigler" Lifts) 
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QUEEN'S HOTEL 



NICE, April 28th 1920 



The undersigned certifies that Messrs. Stigler of Milan have supplied 
an Electric Passenger Lift to the Queens Hotel. For 15 years Messrs. Sti- 
gler have carried out the contracts for this Hotel and have aiways t given 
complete satisfaction. 

John Agid. 






R. AMBASCIATA D' ITALIA 

(ITALIAN EMBASSY) 



PARIS, 23 June 1911 



M. C. Stigler, 

Administrateur Delegue Stigler Ltd., Paris. 

I take great pleasure in stating that the Stigler Passenger Lift sup- 
plied by you for the Royal Ambassador Palace is working excellently. 

Its recent transformation has assured regular working of the instal- 
lation with which I am more than satisfied. 

Assuring you of my esteem and regard. 

Tittoni, Royal Ambassador. 



GRAND HOTEL DES ANGLAIS 



MENTONE. April 9th 1920 



The writer declares himself to be entirely satisfied with the Passenger 
Lift installed at the Hotel des Anglais by Messrs. Stigler. 

G. Jourdain. 



HOTEL DU PARC 

THE DIRECTOR 



CANNES, A M. May 2nd 1920 




Messrs. Stigler (France, Ltd.), Sice. 

In reply to your letter of the 28th April I have the honour to certify 
herewith that we have nothing but praise for the Stigler Passenger Lifts 
erected at this Hotel. 

The Passenger Lifts and Goods Lifts, both Hydraulic and Electric, 
provide by their perfect working a regular and intensive service. 

We beg to remain 

Yours faithfully 

M. Ellmer. 
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Electric Passenger Lift for a private House 
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Socicte Immobilize 

PARK * PALACE 

DE MONTE CARLO 



MONTE CARLO. April 22nd \92Q 



I the undersigned. Manager of the Soviet e Immobilize du Park- 
Palace de Monte Carlo, as well as of the Soditi Immobiliere cie Monte 
Carlo, testify that the 6 Passenger Lifts installed by Messrs. Stigler in the 
Buildings of the Society have given the utmost satisfaction since their 

installation. 

Octave Sialic, Manager. 



A LA BELLE JARDINIERE 



STRASBOURG. February 28th 1923 



Monsieur Ch. A. Widmann, Strasbourg. 

Since 1913 I have had in my business premises a Stigler Passenger 
Lift. From every point of view this Lift has given me complete satisfaction. 
It works very smoothly and since it was installed, no repairs have been 

necessary. r , , 

v Leon Scheucr. 



GRAND HOTEL 
DE LA VILLE DE PARIS 



STRASBOURG, February 17th 1921 



CERTIFICATE 

In 1905 Messrs. Stigler of Mdan installed a Passenger Lift in my 
Hotel, and ever since it has been working to my greatest satisfaction, ft 
accident has occurred to it nor have any repairs been done. 

E. Hampele. 



MAISON DU DIACONAT 
DU MULHOUSE 



MLLHOUSE. 1st March 1921 



It is a great pleasure to us to certify herewith our congratulations on 

the working of the Passenger Lift constructed and installed by Messrs. 

Stigler of Milan, in our Establishement in 1906. It has never ceased to give 

us full satisfaction. 

Maison du Diaconat 

I. Lacaerich, Manager. 
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BRUSSELS - National Gallery (4 '•Stigler" Lifts) 
(In Brussels: 150 " Stigler " Lifts) 







HAGUE - Peace Palace 



(4 Stigler Passenger Lifts) 
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BRUSSELS BANK LTD 



BRUSSELS, February 17th 1921 



Monsieur M. Thirionet, 

General Agent for Messrs. Stigler Ltd., Milan. 

Following your request, we have great pleasure in informing you that 
the Automatic Push Button Type of Stigler Passenger Lift you supplied last 
year at our Firm's Headquarters 66, Rue Royale, is giving us every sa- 
tisfaction. 

We beg to remain, Sir, 

1 ours faithfully, 

Brussels Bank Ltd. 



ELECTRICITY <fc ELECTROM&CANIQUE 

CO. LTD. 



BRUSSELS, February 9 th 1924 



Monsieur M. Thirionet, Brussels. 

In reply to your esteemed request of the 6th inst. we wish to inform 
you that we are entirely satisfied with all parts of the two Stigler Lifts that 
you delivered to us. 

Your Passenger Lift which was installed in our Establishment in 
1914, has been working up to the time of writing to our complete satisfaction 
and has caused us no worry. 

The last Lift, a 1-ton Goods-Lift, with Universal Push Buttons is also 
working excellently and is easy to handle. 

We are Dear Sir 

Yours faithfully, 

The Director. 



DUTCH INSURANCE COMPANY 



HAGUE. February 17th 1921 



We beg to acknowledge receipt of your letter of the 9th inst. and we 
take this opportunity of informing you that the Stigler Electric Lifts which 
you have installed in our Establishment at Amsterdam and at Rotterdam 
continue to give complete satisfaction. 

Fire Policies and Life Policies. 



ROTTERDAM MUNICIPALITY 




ROTTERDAM, February 17th 1921 



I am glad to have the opportunity of stating that all the Lifts which 
were supplied by Messrs. Stigler to the order of the Municipality of Rotter- 
dam for the Hospital, Charitable Institution, and Hotel de Ville have never 
failed to satisfy in all respects. 

Director of Public Works, Municipality of Rotterdam. 
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LAUSANNE 



(200 "Stigler" Lifts) 




ZURICH - University Tower 

(In the Town 145 "Stigler Lifts) 



(1 Stigler Lift) 
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NOUVELLE UNIVERSITE - ZURICH 



May 12th 1924 



We are quite willing to certify that the Stigler Company of Milan, 
has supplied to the new University Cantonale de Zurich, an Electric Pas- 
senger Lift for 8 Passengers, travel 14-2 feet. The whole of the installation 
has been carried out with great care and it is working with great efficiency. 

Fietz. 



SWISS NATIONAL BANK 



C E H T I F 1 C A T E 



This is to certify that the two Stiyler Electric Passenger-Lifts instal- 
led in our new Bank are working to our entire satisfaction. 

The Swiss Xational bank. 



GRAND HOTEL BEAU-RIVAGE 



GENEVA 



February 2nd 1V21 



C E H r 1 h 1C A T E 



The first machine that Messrs. Stiyler of Milan supplied to Geneva 
was a Goods Lift Xo. 700 which was installed in 189S at the Hotel lieau- 

Rivage. 

This machine, since provided with electric Push Buttons is still 

working to-day as well as it did at its installation. 

In 1904, the old "Edoux'* Passenger-Lift was replaced by a Stiyler 

with electric Push Buttons. 

Finally a Stiyler Passenger-Lift was installed in a local Establish- 
ment which I constructed here in 1910. 

Speaking generally I can only express my complete satisfaction at 

this type of Lift. A Ma ycr, Proprietor. 



LEON BOVY, Architect 

GENEVA 



February list 1921 



D E C L A RA T I O N 



The undersigned declares that Messrs. Stiyler of Milan have installed 
for him about thirty Lifts, and that he has always been extremely satisfied 

with their work. 

Messrs. Stiyler are renowned for their business methods, the finish 

put to their work, their practical advice, and their employment of excel- 
lent material assuring strength and durability to their installations. 

In short the Lifts which Messrs. Stiyler have constructed to my 
orders for the last 20 years have always possessed solidity and perfect 
action. Messrs. Stiglcrs Lifts have always served me best. 

I am glad to have this opportunity of bearing witness to these facts. 

Leon Bovy, Architect. 
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A.DRID - Ministry of Post and Telegrapk 



(10 -Stiller- Lifts) 




MADRID - Foreign Office $ 

(In Madrid 600 Stigler Lifts) 



"Stiek* Lifts) 
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MADRID, April 3rd 1920 

The undersigned desires to certify that the two Stigler Electric Goods 
Lift erected by Monsieur Jacoho Schneider, are working perfectly. 

Alfredo De Medina y Fejoo, 

Secretary and Barrister to the Credit Lyonnais, 

Madrid. 



MADRID. March lith 1920 






Monsieur Jacoho Schneider, Mad rut 



1 beg to inform you that I am entirety satisfied with the Stigler 
Electric Passenger Lift i>ij ifou in the Grand Hotel d'Orient. For the lust 

two years it tins never been out of order. 

I beg to remain. 

Yours fail hi idly, 

V.ve de J. Pod rig in 



MADRID. March 29th 1920 



Monsieur Jacoho Schneider, Madrid 



I have great pleasure in notifying you that the Stigler Possenger and 
Service Lifts installed by you in the House of Parliament are working 
perfectly and I consider them to he the finest to he found in Spain. 

.Antonio Farres. Architect. 



MXDRII). April Uth 1919 



Dear Sir. 



It is a pleasure to me to let you know lhat the Stigler Passenger Ll/I 
which were erected btj you in the Royal Palace, hove been greatly appre- 
ciated by everyone who uses them. 

I can also state that since their installation in 1901, no repair has 
been necessary. 

1 beg to remain Dear Sir. 

Yours faithfully, 

Enrique Repulles Segarra. Architect. 
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BERLIN- CHARLOTTENBOURG - Tower Hall 



(3-Stigler" Lifts) 
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Prof. A. BRESLAUER 

GOVERNMENT ARCHITECT 



BERLIN, March 22nd 1920 



Mr. Augusto Stigler, Engineer. Milan. 



Berlin. 



Twenty four years ago I purchased a Stigler Lift for my premises in 



I am glad to say that the Lift has always worked very well. 
I have no doubt that the Lift will continue to work with regularity. 

A. Breslauer. 



GUSTAV HAASE 

ARCHITECT 



BERLIN. November t6th 1911 



I take great pleasure in certifying that I am entirely satisfied with the 
Electric Lift supplied to me ten years ago by Messrs. Stigler. They have 
needed little repair, and it is for this reason that three years ago I ordered 
a further two, and during the last year another one. They have all given 
me complete satisfaction. 

My repeated orders are the best proof of the excellent working of 

your Lifts. 

Gustav flaase. 



EMIL BISTRITSCHAN 

ENGINEER 



VIENNA, April 24th 1921 



I am happy to state that all the Stigler Lifts that you have supplied 

to me are working excellently, and during the many years hard work 

to which they have been subjected no important repairs have been necessary. 

Their maintenance is very easy; in several of my establishments they are 

looked after by women. 

E. Bistritschan, Engineer. 



KAUFHAUS DES WESTENS 



BERLIN. November 2nd 1921 






We have great pleasure in saying that the Stigler Lifts which you 
supplied to us in 1907 have from that time worked incessantly without re- 
quiring any important repairs. 

We can in consequence recommend Stigler Lifts to anyone wishing 

to install a Lift. 

Kaufhaus des Westens. 
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BERLIN 



H. Tietz's Warehouses (25 "Stigler" Passenger Lifts) 

(In the Town. 750 "Stigler" Lifts) 





VIENNA - Royal Palace (18 - Stig , er .. Ufts) 

(In the Town: about 850 "Stigler" Lifts) 
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A. Schaaffhausen'scher Bankverein Cologne (Rhine) 2 Lifts 
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BUDAPEST - House of Parliament (1 "Stigler" Passenger Lift) 

(In Budapest: 200 "Stigler" Lifts) 








PRAGUE 



House of Representatives (30 "Stigler" Passenger Lifts) 

(In Prague: 130 "Stigler" Lifts) 
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Electric Passenger Lift for a private Residence 
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PETROGRAD - Imperial Academy of Arts (1 ••Stigier" Lift) 

(In Petrograd: over 900 "Stigier" Lifts) 






MOSCOW - "Rossia" Insurance Co. (5 "Stigier" Lifts) 

(In Moscow: over 200 "Stigier" Lifts) 









n 
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Two Electric "Stigler" Passenger Lifts erected in the Establishment 

of Messrs "Esder &. Scheefhals" (Petrograd) 

One of the Cars is provided underneath the Passenger Car with a compartment for goods 



■ 
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KIEW - Establisment of Dr. A. Benderstey 

(In Kiew: over 50 "Stigler" Lifts) 




(1 "Stigler" Lift) 







BUCAREST - Ministry of Public Works ( 2 "Stigler" Lifts) 

(In the Town: about 100 "Stigler" Lifts) 
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THE KINGS PALACE. 

IWTAfffffl 



BLCAKE 



IMh mt 



I EHTl I 1 1: .1 I t 



in 19tl Jtir Court Administrator* order / /r.</n Messrs. Sti - of 

15 via t.alii Milan, a Lift to be erected for the use of their Majesti* 

tin King <uu( Queen in the ftouak I'aln Bueorsmt. 

Thin Lift U wort. in-/ t>> li ntire satis/at Hon of their Majesties and 

the Administrator* haue yrenl pleasure in certifying this. 

Basset. It ajal Haisehol 



MINISTRY OF \>\ BUC works 

BUCAREST 



tnuary J7lh /V|J 



< > l< 1 I I H \ I I 



lilts is It, riify nt the reOUet f Mr Mir., that the tu 

I intra Lifts erected in tti> Ministry <<j I'u 1 w rks tu/ Messrs s//«/i 
itf Milan, havt been working extremely writ tin r installation in 1911 

I It, Ge ner al Bianay r 



Villi. Ml PALA< l HOTEI 

Bl.i \PH 



.« IMh etto 



r $in. 

In conformity with the wish thai '/"// l> rr villi 

state (tiat tit, Stigter Passenyer "// Lifts u h wer 

in the Mhen /'.// li rest, in 1913 h"i us entire 

SQ action both on an '•tint of th solid tstriii an I th<:r > fji 

. ieni working , , 

i t 

A then.,- pain Hotel li it. 



GU\ND HOTI I CONTINENT! \l 

Bit U»h> 



februmni llth 1911 






The Directors of the ahove Hotel ha mart in staling that the 

ialer I'a r-Lift • ted by Messrs. Stigler of Milan 15 years ago I 

still working to their entire satisfaction despite the hard and continual use 
to which it has been tubjected. 

It has not yet required ana important rejtn r 

l)ir- , // tinentnl 
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CONSTANTINOPLE (100 'Stigler" Lifts) 

Haydar Pacha Railway Station, Anatolian Railway (1 " Stigler" Lift) 







ATHENS - Royal Palace 

(In Athens: about 90 "Stigler" Lifts) 



(2 "Stigler" Lifts) 
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M. CARLMANN 



CONSTANTINOPLE, June 16th 1920 



Dear Sirs. 

In reply to your request I beg to certify herewith that the Stigler 
Hydraulic Lift A'o. 6370 which was installed by you in 1908 in my Establish- 
ment has given me complete satisfaction, and it was this fact which induced 
me to order in 1911 a new Electric Lift So. 10886. 

In spite of the continual use that this latter Lift is put to daily 1 
have nothing but praise for its perfect working, and I take great pleasure 
in stating this. 

I beg to main. Dear Sirs, fi _ Carlman ^ 



I 



M. TOKATLIAN 



CONSTANTINOPLE. 27th March / 



Messrs. Stigler, Lift Manufacturers, Milan. 

In accordance with the request addressed to me by yur Represen- 
tative in Constantinople. I beg to shite herewith that the Stigler Electric 
Lifts installed bij you in mtj Hotels viz: Summer Palace Hotel, Therapia 
(Bosphorus), and Hotel Tokatlian Peru ore in perfect Working order and I 
am completely satisfied from every poird of view. 

M. Tokatlian. 



GRAND HOTEL D ANGLETERRH 

ATHENS 



AT Hi 3rd November 1911 



We beg to thank you sincerely for the Stigler Lift installed 8 years 
ago which is working very satisfactorily. Mang Foreign visitors and tra- 
vellers have admired the silent working of the Lift and have stated that 
such a good workmanship is rarely to be found in the big Hotels <d>road. 

We hope thai you will always suceed in producing similar Lifts, 

I he Director of the Hotel d'Angleterre. 



5 



POST TELEGRAPH DEPARTMENT 

GREECE 



ATHF.SS. 17th October 1911 



CER TI FICA TE 



The Director General of Post and Telegraphs hereby states that the two 
Electric Lifts installed by Messrs. Stigler Of Milan, in the Central East 
Office Athens are working very well and that he is completely satisfied 

with them in every respect Q Uarim Director 
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MEXICO - Ministry of Public Works (3 "Stigler" Lifts) 

(In the Town: 40 "Stigler" Lifts) 





MONTEVIDEO - Hotel Casino Carrasco 

(In Montevideo: 180 "Stigler" Lifts) 



(7 "Stigler" Lifts) 
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MEXICO, 23 de Enero 1911 

Sres. Christian Michel <& Cia., Mexico, D. F. 

Muy complacidos de los scrmcios que nos presta el ascensor "Stigler" 
que tenemos en esta su casa, ad<iuiriilo de Vds. t ij opreciando la bondad 

de sus materials ij elegancia asi come Ui perfecta instalacidn hecHa bajo 

la direction de Vds., nos es gmto haver constat por la preSente lo recomen- 

dable de divho sistcma por todos conceptos. 

Quedamos de Vds. attos. ij a/mos. amigos S. S. 

firmado: Clemente Jacques ij Cut. 



BANCO HIPOTECARIO 

DEL URAGUAY 



* 

n 

^ 



MONTEVIDEO, 7 de Abril 1921 



Senores Fiocchi dc C. 

Agentcs en el Uruguay de los Ascensorea y Monte-cargas " Stiglcr 

Satisfacicndo sus deseos, tengo el agrado de comunicar a Yds. que 

hace mas de inicve anos exist e instalado en esta Institucidn tin ascensor 

'stigler" cutjo (uncionamiento es perfecto apesar del uso continuo que 

soporta, delalle 6ste f que unido a otros muchoa favorable*, han decidido 

id Ingeniero de este Bunco a aconsejar la contracidn de otro ascensor de lo 

misma marco, apesar de tener propuestos uentajosas de otros tipos de apo- 

ratos: ij para constancia lea expido el presente facultdndoiea para hacer 

de el el uso que Ics connenga. 

Saluddndolc a Vds. muu atentamenle _ , „ ,. , , ... __ 

J Por el Banco Hiputccarm del Uruguay 

A. Guerra, Sub Gerenle 



HOTEL LA ALHAMBRA 

A. & M GARCIA 



MONTEVIDEO, 9 de Marzo 1921 



Certificamos que tenemos en uso en nuestro Hotel ascensores "Stigler^* 

de cutjo [uncionamiento estamos satisfechos asi como del monia-cargas del 
mismo tipo habiendo sido instalado en el afto 1914. 

Para confonnidad firmamos la presente constancia. _, 

11 r A. M. Garcia 



GRAN HOTEL CENTRAL 

DE JOSE NOVO 



MONTEVIDEO, 22 de Marzo 1921 



Senores Fiocchi & C. 

Agentes en el Uruguay de los Ascensores " Stigler " 

Por la presente certifico que el Ascensor de la marca Stigler instalado 
en mi Hotel narios anos hace apesar de habcr funcionado continuamente, 
no hemos lenido ninguna interrtipcion en sus servicios. En prueba de mi 
conformidad re mi to la presente. 

Su afmo. S. S. Jose Xovo 
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SANTIAGO - CHILE . Exchange Palace 

(In the Town: 100 "Stigler" Lifts) 



(4 "Stigler" Lifts) 
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REPUBLICA DE CHILE 

MINISTERO DE GUERA 



SANTIAGO, 15 de Junio 1917 



CERTIFICADO 



Certifico que el ascensor "Stiyler" instalado en la Oficina General de 

Vestuario y Equipo y que sirve en los almacenes generates del Ejercito 

desde el ano de 1914, ha (uncionado correctamentc sin que hasta la fecha 

haua oeasionado molest ia alquna. .. , . . At . 

y J firmado: Luis Altamirano 

Jeneral Jefe del Dep. Administratis 




SIEGEL Y GEIGER 

ARQUITECTOS 



SANTIAGO, 15 de Junio 1917 



CERTIFICADO 



Los abajo suscritos ccrtificamos que los ascensores "Stigler" que han 
sido instalados por la Casa Catone N. Mcoreanu en varios edificios de 
imporlancia, construidos bajo nuestra direccion tecnica y nos han dado 
un resultado esplendido por su fdcil mane jo y seguridad absoluta. 

Por esta razon nos hacemos un deber declarar que sicmpre daremos 
preferencia a dichos ascensores en igualdad de condiciones. 

firmado: Siegel y Geiger 



AMMINISTRACION P. DE CORREOS 
SANTIAGO DE CHILE 



CERTIFICADO 

Certifico que los ascensores "Stigler" instalados desde varios anos en 
la Administracion Principal de Correos de Santiago, han dado un esplen- 
dido resultado, siendo de una seguridad absoluta y de un facilisimo manejo. 

En Santiago, a quince de Junio de mil novecentos diezisiete. 

lleva el sello de la Adm. P. de Correos 

firma inteligible 



BOLSA DE CORREDORES 

VALPARAISO 



VALPARAISO, 13 de Junio 1917 



CERTIFICADO 



Certifieamos que los ascensores "Stigler'' colocados en el edificio de 
la Bolsa de Corredores despues de ires anos han dado un resultado mug sa- 
tisfactorio no obstante el continuo y enorme trabajo a que estan sometidos. 

Bolsa de Corredores 

firmado: O. Carvallo, Presidente 
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Car of an Electric Passenger Lift "Stigler* 
erected in Adelaide. Australia 
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